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1 
1Viy present invention relates fo a device which 
is useful in the oiling of machinery and is also 
useful in the oiling of various tools, such as saws, 
chisels, and the like. Among the objects of this 
invention are the provision of an cil can which 
is especially useful fo carpenters and other me- 
chanics because of the fact that if may be used 
as an ordinary off can or may be used for the 
application of off fo the surfaces of tools which 
are fo be put away and might get rusty before 
being again used. If is well known that tools, 
such as saws and chisels, when put away and not 
used for a rime, are subject fo deterioration be- 
cause of rust and, therefore, sh0uld be oiled be- 
lote being stored. If is my purpose fo provide an 
cil can having an oil-spreading agent fo which off 
may be fed ïrom the can fo the agent by means 
of which the off can be spread thinly and evenly 
on the surface of each tool. If is also desired te 
provide such a can with a spout by means of 
which cil can be fed to moving, parts for the 
purpose of reducing friction and keeping ma- 
chinery parts from undue wear. lYiy invention 
further resides in such further objects, advan- 
rages, and capabilities as will hereaïter appear 
and as are inherent in thestructure disclosed and 
claimed herein. 
In the drawings annexed hereto and forming 
a part hereof, 
Fig. 1 represents a side elevation of an off can 
constructed in accordance with my invention; 
Fig. 2 represents a longitudinal, substantially 
central section of the structure shown Lu Fig. 1; 
Fig. 3 represents a fragmentary, central, longi- 
tudinal section, similar fo that of Fig. 2 but with 
the cap and spout removed; and 
Fig. 4 represents a transverse section substan- 
tially along the plane indicated by the line 4--4, 
Fig. 2. 
Reference will now be ruade in greater detail 
fo the annexed drawings for a more complete 
description of this invention. The body of the cil 
can is indicated af I and this bas che end open, 
this end being externally threaded, as shown af 
2. Spaced inwardly from the upper extremity 
of the can body is a partition 3 which exceeds 
slightly in diameter the infernal diameter of the 
can . This provides a slight downward con- 
vexity, as shown in Figs. 2 and 3. This partition 
3 is provided with a plurality of small perfora- 
tions 4 which permit cil fo seep from the interior 
of the can into the flbrous material 5, protruding 
from on end of the can, as shown af 6, fo serve 
as an applicator for spreading cil on objects which 
are to be coated therewith. This applicator may 
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be used for spreading the off thinly and evenly 
over the surfaces of tools which are fo be fortified 
against rust. As shown af 7, the upper extremity 
of the can is pressed inwardly somewhat, aïter 
 the fibrous material 5 bas been put in place, the 
purpose being fo hold the applicator in position 
in the can body. 
A tubular member 8 extends substantially cen- 
trally through the fibrous material and is con- 
10 nected fo the partition 3 around the edge of the 
ho!e formed centrally therein. This tubular 
member 8 receives the inner end S of the spout 
0 vhich passes through and is secured fo the 
edge, as indicated af  , of a central hole through 
1 the cap 2 provided with a deep flange 3. The 
end S of the spout 0 is inserted into the tubular 
member 8 and passes therethrough as the cap 
2 is screwed downwardly on the threaded end 
 of the can . 
20 The inner extremity of the spout or nozze 0 
is tapered, as shown af 14, and is provided with 
a plurality of openings 15 for the passage of off 
from the can into the spout. A plate 16 lits 
against the partition 3 fo close the central open- 
25 ing therein, as shown in ig. 3, when the spout 
 is removed. However, when the spout l0 and 
cap 12 are in place, as shown in Fig. 2, the plate 
16 is pushed hwardly away ïrom the opening 
in the partition, being held in place by pins 17 
30 and springs I $ which normally force the plate 16 
against the partition 3 when the spout is removed. 
When the plate   is removed from contact with 
the partition 3, cil in the can is given access to 
the openings 5 and flows from these through 
35 the spout !0. 
In order fo force cil out of the can , if is pro- 
vided with an outwardly convexed bottom I9 
which, as is customary, springs outwardly fo ifs 
outermost position, ready for the next applica- 
40 tion of force, springing if inwardly fo cause more 
feeding of cil. This can bottom 19 is provided 
with an opening around which is a flange 20., ex- 
tending inwardly..This flange is provided with 
screw-threading for the reception of a similarly 
45 threaded plug 2. Af ifs inner end, this flange 
is spun inwardly, slightly, fo serve as a stop for 
the plug, which may be provided with a slot in 
ifs curer face, as indicated at 22, for the recep- 
tion of a key 23 secured fo the spout 10. This 
50 opening is provided as a filling opening for put- 
ring cil into the can I, and the plug 21. serres 
fo retain the cil in the can. The bottom I is 
iriser, as shown af 24, fo accommodate the out- 
. ward bulge of the bottom  and the curer end 
55 of the plug 2 I, in event that extends beyond the 



outer surface of the bottom. A fin projecting 
outwardly from the outer surface of the plug 2! 
naay be used as a substitute for the slot 22 and 
key 23, although the previously disclosed con- 
struction is believed preferable. 
Itis of course understood that the specific de- 
scription of structure set forth above may be 
departed ïrom without departing from the spirit 
of this invention as disclosed in this specification 
and as defined by the appended claires. 
Having now described my invention, I claim: 
1. An oiling device conaprising a body naember 
c!osed at its lower end and open at its upper 
end with a partition between its ends and se- 
cured peripherally to the body member, said par- 
tition having a substantially central openng for 
the reception of a tubular member, a tubular 
naember in alignment with the opening in said 
partition, a spout having its end portions tapered 
in opposlte directions and its intermediate por- 
tion cylindrical, a cap fitting he open end of the 
body naenaber and provided with a central olen- 
ing through which said spout passes and to the 
edge of which said spQut is secured, the cap 
being threadedly connected to the body naenaber, 
pins projecting inwardly frona the inner face of 
the partition, a plate slidably mounted on said 
pins and fitting tightly against the partion to 
close the opening therethrough when the spout 
is renaoved frona the body naenaber, and springs on 
said pins and pressing against said plate to force 
the sanae against the partition when the spout 
is renaoved. 
2. In an oil can, the conabination of an off 
can body having an infernal partition spaced 
frona the bottona of the body and provided with 
an opening, a tubular naember aiïïxed at its in- 
ner end to said partition about said opening and 
extending toward the open end of the body, a 
spring-pressed plate closing the inner end of the 
tubular naenaber, a cap detachably secured to the 
open end of the body of the can, and a spout 
affixed to said cap and having an inwardly ex- 
tending part fitting snugly in said tubular naem- 
ber, the inner end Of said part being apertured 
and engageable with said plate and serving 
thereby as means Ïor separating the spring- 
pressed plate frona the end oï the tubular mena- 
ber, the apertured inner end of said spout serving, 
when said cap is attached to the body of said 
can, to open said spring-presssed plate and re- 
ceive off frona the body of the can. 
3. A lual purpose oil can adapted to serve 
optionally as an off applicator and as a spout 
oiler, said oil can conaprising an oil can body 
having ail internaediate perforate partition pro- 
vided with an approxinaately central opening, 
said partition being ada1ted to divide said off 
can body into an upper pad-receiving cenapart- 
naent and a lower óil-containing conapartnaent, 
a valve closure movably carried by said partition 
at the side of said opening adjacent said off cona- 
partnaent and naovable intQ said off conapartnaent 
to provide for a flow of off frona said oil c0na- 
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partnaent through the central opening in said 
partition, resilient means biasing said valve 
closure fo naove into a position closing said open- 
ing, an oil-retaining pacl in said pper conapart- 
5 naent and adapted fo receive off ïrona said off 
conapartnaent through the perforations in said 
partition, said pad having an opening in line 
with the opening in said partition, a cover re- 
naovably attachable to the outer end oï said off 
10 can body and closing said pad-receiving cona- 
partnaent, a spout naenaber carried by said re- 
movable cover and constructed and arranged to 
extend ai its inner end portion through both 
er said openings and into said oil conapartnaent 
15 an extent sufiîcient to open said valve closuïe 
when said cover is secured in position on said 
can body, enclosing said oil-retaining pad, and 
passage means adjacent the inner end of said 
spout prQviding for a fiow of off frona said inner 
20 conapartnaent into said spout, detaching said 
cover and said spout, serving autonaatically to 
causê said valve closure fo close gainst said 
patitibrï opening: 
4. An off can comprising a can body haVing a 
25 partition adjacent one end provided with 
opning and an inwardly opening valve biased to 
close said opening, a tubular menaber secured at 
its inner end to said partition about said opening, 
and a cover removably attachable to said one end 
of said can body and carrying a spout having an 
30 
inwardly extending section adapted fo open said 
valve when said cover is attached to said one 
end of the can body, the inner portion of said 
spout, inwardly of said cover, being adapted to 
fit snugly in said tubular member. 
5. A container conaprising 
partition dividing the interior of said container 
into two compartnaents, one closed by the bottom 
of the container and the other open, said par- 
tition having an opening therethrough, a valve 
40 naember at the inner side of said partition and 
normally biased fo close said opening, and a 
cover adapted fo close the open end of said other 
compartment and earrying an open ended tubu- 
45 lar naember aiïïxed af an intermediate portion 
to said cover, the inner end of said tubular naena- 
ber having such axial length as to engage and 
hold said valve naenaber open when said cover 
applied to close said one conapartnaent, where 
9 by sald tubular naenaber prOvldes for conanaunica- 
tin between the interior of said other conapart- 
naent and the space outside of said containeï. 
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